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WARNING 


IMPROPER USE OR IMPROPER MAINTENANCE OF THIS 
[EQUIPMENT MAY RESULT IN SERIOUS PERSONAL INJURY 
(OR DEATH. 

"THIS EQUIPMENT Is INTENDED TO BE USED ONLY FOR 


[AVIATION APPLICATIONS AND 15 TO BE USED ONLY BY 
‘OR UNDER THE SUPERVISION OF, A PILOT OR CREW. 


[MEMBER TRAINED AND QUALIFIED IN IS USE 


TECHNICIANS TRAINED IN THE INHERENT HAZARDS OF 
HIGH PRESSURE AVIATION OXYGEN AND KNOWLEDGEABLE 
IN THIS EQUIPMENT. THE NAMES OF AUTHORIZED SERVICE 
‘CENTERS ARE AVAILABLE FROM AVOX SYSTEMS OR YOUR. 
[AUTHORIZED AVOX SYSTEMS DISTRIBUTOR 

‘THIS EQUIPMENT IS TO BE USED ONLY WITH AVIATOR'S 
BREATHING OXYGEN MEETING THE REQUIREMENTS OF 
MIL-PRE-27210, 


‘THIS EQUIPMENT IS TO BE SERVICED ONLY IN ACCORDANCE 
\WITH APPLICABLE COMPONENT MAINTENANCE MANUAL 
[AVAILABLE FROM AVOX SYSTEMS AND ONLY BY SERVICE 


